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1. This requirement cannot be answered due to lack of aerial 
photography over Khlaki North Airfield. 

2. An examination of the ground photography fails to reveal the 
identification at any electronic devices located on top of the tower. 
There is, however, a probable cable line which extends up to a rectan- 
gular structure located on top of the tower and a possible microwave 
dish mounted halfway up the side of the tower. 
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Orig. & 1 - Addressee 
1 - CCS 

1 - MSD/PIC Project Folder 
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